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PLAGUE-PREVENTION WORK. 

LOUISIANA— NEW ORLEANS— PLAGUE ERADICATION. 

The following report of plague-eradication work at New Orleans 
for the week ended January 29, 1916, was received from Surg. Creel, 
of the United States Public Health Service, in charge of the work: 



OUTGOING QUAEANTINE. 



Vessels fumigated with sulphur 14 

Vessels fumigated with carbon monoxide ... 15 

Vessels fumigated with cyanide gas 6 

Sulphur used, pounds 995 

Coke consumed in carbon-monoxido fumiga- 
tion, pounds 20, 300 

Cyanide used in cyanide-gas fumigation, 

pounds 

Sulphuric acid used in cyanide-gas fumiga- 
tion, pints 

Clean bills of health issued 

Foul bills of health issued 



128 



FIELD OPERATIONS. 



Rodents trapped 7,029 

Premises inspected 7,783 

Notices served 750 

Poisons placed 4,697 

G arbago cans installed. 8 

BUILDINGS BAT PROOFED. 

By elevation 159 

By marginal concrete wall 171 

B y concrete floor and wall 1 75 

By minor repairs 302 

Total buildings rat proofed 807 

Square yards of concrete laid 8, 716 

Premises, planking and shed flooring re- 
moved 160 

Buildings demolished 114 

Total buildings rat proofed to date (abated) 100, 730 

LABORATORY OPERATIONS. 



Rodents received by species: 

Musrattus 

Mus norvegicus 
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LABORATORY OPERATIONS— continued. 

Rodents received by species— Continued. 

Mus alexandrinus 281 

Musmusculus 6,049 

Wood rats 169 

Muskrats 9 

Putrid (included in enumeration of 

species) 67 

Total rodents received at laboratory 7, 673 

Rodents examined 2,059 

Number of rats suspected of plague 1 66 

Plague rats confirmed 1 

PLAGUE RAT. 

Case No. 276: 

Address, Clio and South Derbigny Streets (city 

dump). 
Captured, Jan. 6, 1916. 
Diagnosis confirmed, Jan. 24, 1916. 
Treatment of premises: Intensive trapping. 

PLAGUE STATUS TO JAN. 29, 1916. 

Last case of human plague, Sept. 8, 1915. 
Last case of rodent plague, Jan. 24, 1916. 
Total number of rodents captured to Jan. 

29 591,140 

Total number of rodents examined to Jan. 

29 322,682 



Total cases of rodent plague to Jan. 29, by 
species: 

Musmusculus 

Musrattus 

Mus alexandrinus 

Mus norvegicus 

Total rodent cases to Jan. 29, 1916. . . 



o 

18 

11 

241 
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WASHINGTON-SEATTLE— PLAGUE ERADICATION. 



The following reports of plague-eradication work at Seattle were 
received from Surg. Lloyd, of the United States Public Health Serv- 
ice, in charge of the work: 

WEEK ENDED DEC. 11, 1915. 



RAT PROOFING. 



New buildings inspected 11 

New buildings reinspected 45 

Basements concreted, new buildings (square 

feet, 27,250) 25 



eat proofing— continued. 

Floors concreted, new buildings (square feet 
39,600) 

Yards, etc., concreted, new buildings (square 
feet, 1,750) 



11 



1 Number of rodents the tissues of which were inoculated into guinea pigs. Most of them showed on 
necropsy only evidence of recent inflammatory process; practically none presented gross lesions character- 
istic of plague infection. 
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BAT PROOFING— continued. 

Total concrete laid, new structures (square 

feet) 68,600 

New buildings elevated 3 

New premises rat proofed, concrete 36 

Old buildings inspected 2 

Wooden floors removed, old buildings 2 

Buildings razed 2 

LABORATORY AND RODENT OPERATIONS. 

Dead rodents received 14 

Eodents trapped and killed 424 

Rodents recovered after fumigation 10 

Total 448 

Eodents examined for plague infection 318 

Rodents proven plague infected None. 

Poison distributed (pounds) 24 

Bodies examined for plague infeotion 3 

Bodies found plague infected None. 

CLASSIFICATION OP RODENTS. 

Mus rattus 10 

Mus alexandrinus 45 

Mus norvegicus 303 

Musmusculus.. SO 

Unclassified 10 

WATER FRONT. 

Vessels inspected and histories recorded 11 

Vessels fumigated 2 

Sulphur used (pounds) 710 

New rat guards installed 11 



water front— continued. 

Defective rat guards repaired 19 

Fumigation certificates issued 2 

Port sanitary statements issued , . 52 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

MISCELLANEOUS WORK. 

Rat-proofing notices sent to contractors, new 

buildings 14 

Letters sent in re rat complaints 5 

RODENTS EXAMINED IN EVERETT. 

Mus norvegicus trapped 31 

Mus musculus trapped 3 

Total 34 

Rodents examined for plague infection 32 

Rodents proven plague infected None. 

RAT-PROOFING OPERATIONS IN EVERETT. 

New buildings inspected 9 

New buildings, concrete foundations 7 

New buildings, elevated 18 inches 2 

New buildings, basements concreted (square 

feet, 1,330) 2 

New buildings, floors concreted (square feet, 

5,700) 1 

New buildings, yards concreted (square 

feet, 1,316) 5 

Total concrete laid, new buildings (square 

feet) 8, 412 



WEEK ENDED DEC. IS, 1915 



RAT PROOFING. 

New buildings inspected 44 

New buildings reinspected 15 

Basements concreted, new buildings (square 

feet, 26,750) 10 

Floors concreted, new buildings (square feet, 

14,250) - 8 

Yards, etc., concreted, new buildings (square 

feet, 1,250) 3 

Total concrete laid, new structures (square 

feet) 42,250 

New buildings elevated 4 

New premises rat proofed, concrete 24 

Old buildings inspected 5 

Premises rat proofed, concrete, old buildings. 2 
Floors concreted, old buildings (square feet, 

3,750) 2 

Buildings razed 2 

LABORATORY AND RODENT OPERATIONS. 

Dead rodents received 29 

Rodents trapped and killed 332 

Rodents recovered after fumigation 8 

Total 369 

Rodents examined for plague infection. 281 

Rodents proven plague infected None. 

Poison distributed (pounds) 16 

Bodies examined for plague infection 3 

Bodies found plague infected None. 



CLASSIFICATION OF RODENTS. 

Mus rattus 27 

Mus alexandrinus 57 

Mus norvegicus 225 

Mus musculus 52 

Unclassified 8 

WATER FRONT. 

Vessels inspected and histories recorded 9 

Vessels fumigated 1 

Sulphur used (pounds) 1,200 

New rat guards installed 12 

Defective rat guards repaired 14 

Fumigation certificates issued 1 

Port sanitary statements issued 30 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

MISCELLANEOUS WORK. 

Rat proofing notices sent to contractors, new 

buildings 16 

Letters sent in re rat complaints 

New restaurants inspected 10 

RODENTS EXAMINED IN EVERETT. 

Mus norvegicus trapped 33 

Mus norvegicus found dead...' 3 

Mus alexandrinus trapped 2 

Mus musculus trapped. 1 
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RODENTS EXAMINED IN EVERETT— Continued. 

Mns musculus found dead 1 



Total 40 

Rodents examined for plague infection 3S 

Rodents proven plague infected None 

BAT-PROOFING OPERATIONS IN EVERETT. 

New buildings inspected 5 

New buildings, concrete foundations 4 



RAT PROOFING. 



BAT-PROOFING IN EVERETT— continued. 



New buildings elevated 18 inches 1 

New buildings, basements concreted (square 

feet, 2,600) 2 

New buildings, floors concreted (square feet, 

800) 1 

Total concrete laid, new buildings (square 

feet) 3,400 

Old buildings, yards concreted (square feet, 235) 1 

WEEK ENDED DEC. 25, 1915. 

ciassification OF rodents— continued. 



New buildings inspected 19 

New buildings reinspected 32 

Basements concreted, new buildings (square 

feet, 27,250) 17 

Floors concreted, new buildings (square feet, 

16,745) 14 

Yards, etc., concreted, new buildings (square 

feet, 3,470) 4 

Total concrete laid, new structures (square 

feet) 47,465 

New buildings elevated 3 

New premises rat proofed, concrete 31 

Old buildings inspected 3 

Premises rat proofed, concrete, old buildings. 2 
Floors concreted, old buildings (square feet, 

3,650) 2 

Premises otherwise rat proofed, old building. . 1 

Wooden floors removed, old buildings 2 

Doors rat proofed, old buildings 2 

Buildings razed 3 

LABpRATOBY AND RODENT OPERATIONS. 

Dead rodents received 13 

Rodents trapped and killed 271 

Rodents recovered after fumigation 15 



Total 299 

Rodents examined for plague infection 210 

Rodents proven plague infected None. 

Poison distributed (pounds) 13 

Bodies examined for plague infection 5 

Bodies found plague infected None. 

CLASSIFICATION OF RODENTS. 

Mosrattus 11 

Mus alexandrinus 36 

Mus norvegieus 184 



Mus musculus. 
Unclassified . . . 



53 
15 



WATER FRONT. 



Vessels inspected and histories recorded 14 

Vessels fumigated 2 

Sulphur used (pounds) 2,300 

Now rat guards installed 14 

Defective rat guards repaired 24 

Fumigation certificates issued 2 

Port sanitary statements issued.. 33 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

MISCELLANEOUS WORK. 

Rat-prooilng notices sent to contractors, new 

buildings 8 

Letters sent in re rat complaints 2 

RODENTS EXAMINED IN EVERETT. 

Mus norvegieus trapped 30 

Mus norvegieus found dead 1 

Mus musculus trapped 2 

Total 33 

Rodents examined for plague infection 31 

Rodents provon plague infected None. 

BAT-PROOFING OI ER iTIONS IN EVERETT. 

New buildings inspected 3 

New buildings, concrete foundations 3 

Now buildings, basements concreted (square 

feet, 1,352) 1 

New buildings, floors concreted (square feet, 

6,440) 2 

Total concrete laid, new buildings (square 

feet) 7,792 



WEEK ENDED JAN. 1, 1916. 



BAT PROOFING. 



26 



14 



New buildingsinspected 

New buildings reinspected 

Basements concreted, new buildings (square 

feet, 13,275) 

Floors concreted, new buildings (square 

feet, 9,750) 6 

Yards, etc., concreted new buildings (square 

feet, 675) .. 1 

Total concrete laid, new structures (square 

feet) 23,700 

New buildings elevated 3 

New premises rat proofed, concrete 20 

Old buildings inspected 3 

Buildings razed 2 



LABORATORY AND RODENT OPERATIONS. 

Dead rodents received 20 

Rodents trapped and killed 276 

Rodents recovered afterfumigation 18 

Total 314 

Rodents examined forplagueinfection 210 

Rodents proven plague infected None. 

Poison distributed (pounds) 14 

Bodiesexamined forplague infection 14 

Bodies found plague infected None. 



CLASSIFICATION OF RODENTS. 



Musrattus 

Mus alexandrinus. 



14 
53 
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classification op rodents— continued. 

Mus norvegicus 170 

Mus musculus 59 

Unclassified 18 

WATER FRONT. 

Vessels inspected and histories recorded 13 

Vessels fumigated 2 

Sulphur used (pounds) 1,400 

New rat guards installed 12 

Defective rat guards repaired 27 

Fumigation certificates issued 2 

Port sanitary statements issued 32 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

MISCELLANEOUS WORK. 

Rat-proofing notices sent to contractors, new 

buildings 9 

Letters sent in ro rat complaints 4 



RODENTS EXAMINED IN EVEEEIT. 

Mus norvegicus trapped 34 

Mus norvegicus found dead 1 

Mus alexandrinus trapped 1 

Mus musculus trapped 2 

Total 38 

Rodents examined for plague infection 35 

Rodents proven plague infected None. 

RAT-PROOFING OPERATIONS IN EVERETT. 

New buildings inspected 11 

New buildings, concrete foundations 10 

New buildings elevated 18 inches 1 

New buildings, basements concreted (square 

feet, 4,840) 6 

New buildings, yards concreted (square 

feet, 612) 3 

Total concrete laid, new buildings (square 

feet) 5,452 



WEEK ENDED JAN. S, 1916. 



RAT PROOFING. 

New buildings inspected 16 

New buildings reinspected 8 

Basements concreted, new buildings (square 

feet, 16,275) 16 

Floors concreted, new buildings (squ; re feet, 

13,270) 7 

Yards, etc., concreted, new buildings (square 

feet, 960) 2 

Total concrete laid, new structures (square 

feet) 30,505 

New buildings elevated 5 

New premises rat proofed, concrete 23 

Buildings razed 2 

LABORATORY AND RODENT OPERATIONS. 

Dead rodents received 7 

Rodents trapped and killed 296 

Rodents recovered after fumigation 27 

Total 330 

Rodents examined for plague infection 199 

Rodents proven plague infected None. 

Poison distributed (pounds) 14 

Bodies examined for plague infection 8 

Bodies found plague infected None. 

CLASSIFICATION OF RODENTS. 

Musrattus 9 

Mus alexandrinus 40 



classification of rodents— continued. 

Mus norvegicus 175 

Mus musculus 79 

Unclassified 27 

water front. 

Vessels inspected and histories recorded 11 

Vessels fumigated 3 

Sulphur used (pounds) 3,750 

New rat guards installed 9 

Defective rat guards repaired 11 

Fumigation certificates issued 3 

Port sanitary statements issued 47 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

miscellaneous work. 

Rat-proofing notices sent to contractors, 

new buildings 14 

Letters sent in re rat complaints 4 

RODENTS EXAMINED IN EVERETT. 

Mus norvegicus trapped 31 

Mus musculus trapped 15 

Total 46 

Rodents examined for plague infection 37 

Rodents proven plague infected None. 



WEEK ENDED JAN. 15, 1916. 



RAT PROOFING. 



New buildings inspected 6 

New buildings reinspected 31 

Basements concreted, new buildings (square 

feet, 19,275) 9 

Floors concreted, new buildings (square feet, 

22,560) 6 

Yards, etc., concreted, new buildings (square 

feet, 650) 1 

22 



rat proofing— continued. 

Total concrete laid, new structures (square 

feet) 42,485 

New buildings elevated 4 

New premises rat proofed , concrete 15 

Old buildings inspected 2 

Premises rat proofed, concrete, old building. . 1 
Floors concreted, old building (square feet, 

7,500) 1 



February 11, 101G 



312 



bat proofing— continued. 

Wooden floors removed, eld building 1 

Building razed I. 1 

LABORATORY AND RODENT OPERATIONS. 

Dead rodents received 17 

Rodents trapped and killed 289 

Rodents recovered after fumigation 42 

Total 34S 

R odents examined for plague infection 244 

Rodents proven plague infected None. 

Poison distributed (pounds) 11 

Bodies examined for plague infection 1 

Bodies found plague infected None. 

CLASSIFICATION OF RODENTS. 

Mus rattus 17 

Mus alexandrinus 98 

Mus norvegicus 149 

Mus musculus 84 

WATER FRONT. 

Vessels inspected and histories recorded 9 

Vessels fumigated 1 



water front— continued. 

Sulphur used (pounds) , 1,100 

New rat guards installed S 

Fumigation certificates issued 1 

Port sanitary statements issued 38 

The usual day and night patrol was maintained 
to enforce rat guarding and fending. 

miscellaneous work. 

Rat proofing notices sent to contractors, new 

buildings 13 

Letters sent in re rat complaints 5 

Lectures on sanitary measures 2 

New restaurants inspected. 9 

RODENTS EXAMINED IN EVERETT. 

Mus norvegicus trapped 44 

Mus musculus trapped 1 

Total 45 

R odents examined for plague infection 44 

Rodents proven plague infected None. 



WEEK ENDED JAN. 22, 1910. 



RAT PROOFINO. 



56 



New buildings reinspected 

Basements concreted, new buildin£S 

(squarefeet, 13,250) 9 

Tloors concreted, new buildings (square 

feet, 10,356) 3 

Yards, etc., concreted, new buildings 

: (square feet, 2,725)... 4 

Total concrete laid, new structures (square 

feet) 26,331 

New buildings elevated 4 

New premises rat-proofed, concrete 12 

Old buildings inspected 2 



LABORATORY AND RODENT OPERATIONS. 



13 

321 

19 



Dead rodents received 

Rodents trapped and killed 

Rodents recovered alter fumigation 

Total 353 

Rodents examined for plague infection 268 

Rodents proven plague infected None. 

Poison distributed (pounds) 14 

Bodies examined for plague infection 6 

Bodies found plague infected None. 



CLASSIFICATION OF RODENTS. 



Mus rattus 

Mus alexandrinus . 

Mus norvegicus 

Mus musculus 

Unclassified 



22 

58 

208 

«4 

1 



WATER FRONT. 



Vessels inspected and histories recorded. . . 8 

Vessels fumigated 2 

Sulphurused, pounds 2,100 

New rat guards installed 19 

Fumigation certificates issued 2 

Port sanitary statements issued 46 

The usual day and night patrol was maintained 

to enforce rat guarding and fending. 

MISCELLANEOUS WORK. 



Rat-proofing notices sent to contractors, 

new buildings 

Letters sent in re rat complaints 

Lectures on san itary measures 

RODENTS EXAMINED IN EVERETT. 



Mus norvegicus trapped. 
Mus musculus trapped. . 



18 
6 
2 



33 
4 



Total 37 

Rodents examined for plague infection 37 

Rodents proven plague infected None. 



RAT-PROOFING OPERATIONS IN EVERETT. 



New buildings inspected 

New buildings, concrete foundations.. 
New buildings elevated 18 inches 
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HAWAII PLAGUE PREVENTION. 



The following reports of plague-prevention work in Hawaii were 
received from Surg. Trotter, of the United States Public Health 
Service: 

Honolulu. 

WEEK ENDED JAN. 15, 1910. 



Total rats taken 311 

Rats trapped 298 

Rats shot from trees 

Ratskilled by sulphur dioxide 7 

Examined microscopically 268 

Showing plague infection None. 

Classification of rats trapped: 

Mus alexandrinus 144 

Musmusculus 73 

Mus norvegicus SO 

Mus rattus 31 

Classification of rats killed by sulphur diox- 
ide: 

Mus alexandrinus 4 

Mus rattus 3 



Classification of rats shot from trees: 

Mus alexandrinus 4 

Mus rattus 2 

Average number of traps set daily 984 

Cost per rat destroyed cents. . 24 J 

Last case of rat plague, Aiea, 9 miles from Hono- 
lulu, Apr. 12, 1910. 

Last case human plague, Honolulu, July 12, 1910. 

Last case rat plague, Kukaiau Camp No. 5, Hawaii, 
Jan. 10, 1910. 

Last case human plague, Paauhau Plantation, 
Hawaii, Dec. 16, 1915. 



Hilo. 



WEEK ENDED JAN. 8, 1916. 



Rats and mongoose taken 2,558 

Rate trapped 2,522 

Rats found dead 3 

Mongoose taken 33 

Rats and mongoose examined macroscopi- 

cally. 2,558 

Rats and mongoose examined microscopi- 
cally 2 

Rats and mongoose examined bacteriologi- 
cally 2 



Rats and mongoose plague infected 2 

Classification of rats trapped and found dead: 

Mus norvegicus 437 

Mus alexandrinus 348 

Mus rattus 757 

Mus musculus 983 

Last case of rat plague, Kukaiau Plantation, 
Camp 5, Jan. 9, 1916. 

Last case of human plague, Paauhau, Kalopa 
Camp, Dec. 16, 1915. 



